ASSUMED NAME - Renewal Certificate 


This certifies that the assumed name Of (name under which the business will be conducted): 


is hereby renewed by 

whose address is 

The certificate of assumed name was filed with the county clerk on 
This renewal certificate was executed by: 

Signature 

Print Name 


Address 


City, State, Zip Code 

NOTE: An assumed name registration is effective for a term of five (5) years from the date it is filed and 
may be renewed for a successive term upon filing a renewal certificate. A renewal certificate must be filed 
within six (6) months prior to the expiration date. Any certificate of assumed name in effect on July 15, 1998 
shall continue in effect for five (5) years and may be renewed by filing a renewal certificate. 


